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Indian Standard 

SPECIFICATION FOR 

PRECAST REINFORCED CONCRETE 

PLANT GUARDS 

0, FOREWORD 

0.1 This Indian Standard was adopted by the Indian Standards 
Institution on 25 November 1979, after the draft finalized by the Cement 
and Concrete Sectional Committee had been approved by the Civil 
Engineering Division Council. 

0.2 Precast reinforced concrete plant guards have a number of advant- 
ages; they have relatively a long life, require little or no maintenance 
and give a neat appearance. The Sectional Committee, therefore, 
decided to evolve a specification to cover the requirements of precast 
concrete plant guards. 

0.3 This standard is intended to serve as a guide for the manufacture, 
installation and testing of reinforced concrete plant guards and there- 
fore has been related to the relevant practices followed in the country. 
This standard, however, covers only fractionalized ( multi-pieces ) plant 
guards which may be arranged in triangular or square pattern and does 
not cover single piece plant guards. 

0.4 For the purpose of deciding whether a particular requirement of 
this standard is complied with, the final value, observed or calculated, 
expressing the result of a test or analysis, shall be rounded off in 
accordance with IS : 2-1960*. The number of significant places retained 
in the rounded off value should be the same as that of the specified value 
in this standard. 



1. SCOPE 

l.l This standard covers the requirements for precast reinforced concrete 
plant guards. 

1.1.1 This standard covers fractionalized ( multi-pieces ) plant guards 
only and does not cover single-piece reinforced concrete plant guards. 



♦Rules for rounding off numerical values ( revised ). 
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2. MATERIALS 

2»1 Cement — The cement shall conform to IS : 269-1976* or IS : 455- 
1976t or IS : 1489-1976$ or IS : 8041-1978§. 

2.2 Aggregate — The aggregates shall comply with the requirements 
of IS : 383-1970|| and shall consist of a graded mixture of clean coarse 
and fine aggregates. The nominal maximum size of coarse aggregate 
shall not exceed 125 mm. 

2-2.1 Where specified, a sample of each variety of aggregates shall be 
submitted to the purchaser for approval. 

2.3 Water — The water shall conform to the requirements specified in 
IS : 456-19781[. 

2*4 Reinforcement .— Steel wire, steel wire fabric or steel bars for 
reinforcement shall conform to IS : 432 ( Part I )-1966**, IS : 432 
(Part II )-1966tf, IS: 1 139-1966JJ, IS : 1566-1967§§ or IS : 1786-1979|||| 
as appropriate. 

2.5 Pozzolanas — Fly ash conforming to IS : 3812 ( Part I )-1966^or 
burnt day pozzolana conforming to IS : 1344-1968*** may be used as 
part replacement of unblended cements provided uniform blending is 
ensured. 

3. MANUFACTURE 

3.1 Concrete — Each plant guard unit shall be made of concrete 
proportioned, mixed, placed and compacted to give a dense concrete free 
from voids. The concrete used in the manufacture of plant guards shall 
not be of a grade lower than M 20 ( see IS : 456-1978^ ). The concrete 

♦Specification for ordinary and low heat Portland cement ( third revision ). 
tSpecification for Portland slag cement ( third revision ). 
t Specification for Portland pozzolana cement ( second revision ). 
§Specification for rapid hardening Portland cement (first revision ). 
||Specification for coarse and fine aggregates from natural sources for concrete 
( second revision ). 

^fCode of practice for plain and reinforced concrete ( third revision ). 
** Specification for mild steel and medium tensile steel bars and hard-drawn steel 
wire for concrete reinforcement: Part I Mild steel and medium tensile steel bars 
( second revision ). 

f ^Specification for mild steel and medium tensile steel bars and hard-drawn steel wire 
for concrete reinforcement: Part II Hard drawn steel wire ( second revision ). 

^Specification for hot rolled mild steel, medium tensile steel and high yield strength 
steel deformed bars for concrete reinforcement ( revised). 

^Specification for hard-drawn steel wire fabric for concrete reinforcement (first 
revision ). 

IJHSpecification for cold-worked steel high strength deformed bars for concrete 
reinforcement ( second revision ). 

^Specification for flv ash: Part I For use as pozzolana. 
***Spechication for burnt clay pozzolana (first revision ). 
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shall have a water/cement ratio not exceeding 0*40 by mass. The mix 
proportions shall be determined by the manufacturer and shall produce a 
dense concrete. 

Note — It may be noted for general guidance that nominal mix concrete of grade 
M 20 corresponds approximately to a mix proportion of 1 : 1"5 : 3. 

3.2 Assembly of Reinforcement 

3.2.1 Preparation — Reinforcement for concrete shall be free from loose 
mill scales, loose rust, mud, oil, coats of paints or other coatings which 
may reduce bond, 

3.2.2 Positioning — Reinforced plant guards shall be reinforced with a 
minimum of one 6 mm diameter longitudinal bar along the periphery. 
The longitudinal reinforcing steel shall be in one piece. No concrete 
component member shall be provided without a reinforcing steel of at 
least 5 mm diameter ( see Fig, 1 ). 

3.2.3 Anchorage — Adequate hooks or other forms of anchorage shall 
be provided to the main reinforcement. 

3.2.4 Cover — The main reinforcements shall have a minimum cover 
of 12 mm or twice the diameter of the main reinforcement, whichever is 
greater. The manufacturer shall ensure that during placing and 
compaction of the concrete in the moulds, the minimum concrete cover 
is maintained. 

3.3 Mixing, Compaction and Curing — Mixing, compaction and 
curing of concrete for manufacture of plant guards shall be in accordance 
with IS : 456-1978*. Steam curing may be adopted if so desired by the 
manufacturer, provided requirements of pressure or non-pressure steam 
curing are fulfilled. 

Note — When reinforced plant guards are manufactured under field conditions, in 
the absence of a mechanical vibrator, thorough rodding of the concrete with a 
round-ended 12 mm diameter rod followed by tamping with a suitable device shall 
be effective in compacting concrete. At the beginning of the rodding operation, the 
rod shall be pushed through the concrete almost to the bottom of the mould and the 
strokes shall be well distributed. 

3.4 Maturing — From the date of casting, the plant guards shall be 
matured for the following periods before testing or despatch, including 
the period of curing, so that they will attain sufficient strength to resist 
damage to them when first handled: 

Portland slag cement ^ 

Ordinary Portland cement y 28 days 

Portland pozzolana cement J 

Rapid-hardening Portland 14 days 

cement 



*Codc of practice for plain and reinforced concrete ( third revision ). 
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3.5 Casting of a few units with trial mixes and subsequent prototype 
testing for strength will ensure that the final production of plant guard 
units is likely to be of satisfactory quality. 

4. SHAPE AND DIMENSIONS 

4.1 The units of the plant guards shall be of uniform thickness through- 
out their length, with sufficient openings interspaced ( see Fig. 1 ). The 
cross-sectional dimensions and the reinforcement shall be adequate to 
conform to the strength requirements given in 7. 

The individual units shall have suitable keys and grooves or lugs and 
slots of sufficient dimensions at the ends for connection purposes. 

4.2 Tolerance — The tolerance on the overall length of the plant guards 
shall be ± 15 mm. The tolerance on the cross-sectional dimensions shall 
be ± 3 mm. The tolerance on the straightness shall be 0*5 precent. 

4.3 Minimum Dimensions — The minimum dimensions of reinforced 
concrete plant guards shall be as follows: 

Minimum height above ground level 1 3C0 mm 

Minimum internal effective width 750 mm 

of each unit 

Minimum percentage of the area of 30 percent of 

vents in the units to afford venti- the external 

lation, flow of air, etc surface area 

Maximum width of vent ( to prevent 50 mm 

animals from inserting their mouth 

inside ) 

Notk — There is no limitation for the length of vent, 

4.4 The design of plant guards shall be such that horizontal members 
likely to enable animals like goats, to have a foot hold shall be kept to the 
minimum. 

4.5 Arrangements for fixing barbed wire above the top level of the plant 
guards may be provided if necessary. 

5. FINISH 

5-1 Each plant guard unit shall have a dense surface showing no coarse 
aggregate and shall have no crevices likely to assist in the disintegration 
of concrete or rusting of reinforcement by the action of natural agencies. 

6. ERECTION AND FIXING 

6.1 The plant guard units may be assembled to form triangular or square 
pattern. 

6 
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6,2 The units shall be erected exactly vertical with their base truly 
horizontal. They shall be connected at their ends by suitable bolts and 
nuts, clamps, clips or tied by means of galvanized iron wire suitably and 
strongly. The knots in the ties, bolts and nuts, and clips and clamps 
shall be colour-washed to prevent rusting. A typical arrangement of 
square layout of reinforced concrete plant guard is shown in Fig. 1. 

€•3 The bottom of the pieces shall be suitably fixed firmly on the ground 
so that sufficient resistance to lateral dislocation is offered. It shall be 
embedded at least 150 mm deep i[ it is in earth or 50 mm in concrete 
and metalled road surface. 

7. STRENGTH REQUIREMENT 

7.1 Static Load Test — When tested in accordance with the method of 
test described in Appendix A, the load required to produce the first 
visible crack in the reinforced concrete plant guard shall be not less 
than 300 kg. 

8. SAMPLING AND INSPECTION 

8.1 Scale of Sampling 

8.1.1 Lot — In any batch, all plant guard units of the same class and 
same dimensions shall be grouped together to constitute a lot. 

8.1.1.1 Sub-lot — If the number of plant guard units in a lot exceeds 
500, the lot shall be divided into a suitable number of sub-lots such that 
the number of units in any sub-lot shall not exceed 500. The acceptance 
or otherwise of a sub-lot shall be determined on the basis of sample 
selected from it. 

8.1.1.2 The number of plant guard units to be selected from a lot or 
a sub-lot shall depend upon its size and shall be in accordance with 
Table 1. 

8.1.1.3 The plant guard units shall be selected at random. In order 
to ensure randomness, all the plant guard units in the lot or the sub- 
lot may be arranged in a serial order and starting from any random 
guard unit, every rth unit may be included in the sample, r being the 
integral part of JV/n, where N is the size of the lot or the sub-lot and 
n the sample size. 

8.2 NUMBER OF TESTS 

8.2.1 All the plant guard units as selected in accordance with 8.1.1.2 
shall be tested for overall length, cross section and uprightness ( see 4 ). 
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8.2.2 The number of plant guard units to be tested for strength test 
( see 7.1 ) shall be in accordance with Table 1. These plant guards may 
be selected from those already tested as in 8*2*1. 

8.3 CRITERIA FOR CONFORMITY 

8.3.1 A lot or a sub-lot shall be considered as conforming to this 
specification if the conditions under 8.3.2 and 8.3.3 are satisfied. 

8.3.2 The plant guard units which do not satisfy the requirements of 
overall length, cross section and uprightness shall not exceed the 
appropriate number given in Table 1. If such plant guard units exceed 
the corresponding numbers, all plant guard units in the lot or sub-lot 
shall be tested for these requirements and those not satisfying the 
requirements shall be rejected. 

8.3.3 All the plant guard units tested for strength test shall satisfy the 
requirements of the test. If one or more plant guard units fail, twice 
the number of plant guard units originally tested shall be selected from 
those already selected, and subjected to the test. If there is no failure 
among these plant guard units, the lot or the sub-lot shall be considered 
to have satisfied the requirements of this test. 



TABLE 1 


SAMPLE SIZE AND CRITERIA FOR CONFORMITY 




( Clauses 8.1.1.2, 8.2.2 and 8.3.2 ) 
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9. MARKING 

9.1 The plant guard units shall be clearly and indelibly marked with 
the following particulars either during or after manufacture but before 
testing, on the external surface in the top at a position so as to be easily 
read after erection in position: 

a) Year of manufacture, and 

b) Maker's serial number or trade-mark. 
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9.1.1 Each plant guard unit may also be marked with the ISI Certifica- 
tion Mark. 

Note — The use of the ISI Certification Mark is governed by the provisions of 
the Indian Standards Institution ( Certification Marks ) Act and the Rules and 
Regulations made thereunder. The ISI Mark on products covered by an Indian 
Standard conveys the assurance that they have been produced to comply with the 
requirements of that standard under a well-defined system of inspection, testing and 
quality control which is devised and supervised by ISI and operated by the 
producer. ISI marked products are also continuously checked by ISI for conformity 
to that standard as a further safeguard. Details of conditions under which a licence 
for the use of the ISI Certification Mark may be granted to manufacturers or 
processors, may be obtained from the Indian Standards Institution. 



A P PENDIX A 

(Clause 7 A ) 

METHOD FOR STATIC LOAD TESTING OF PLANT 
GUARD UNITS 

A-l* The specimen shall be arranged horizontally with its face flat and 
supported on round bars whose diameter shall be more than 25 mm, as 
shown in Fig. 2. 

A-2, The load shall be applied centrally as shown in Fig. 2 and increas- 
ed gradually until the first visible crack is observed in the plant guard 
unit. The applied load then shall be recorded as the test load. Careful 
observation in good light is necessary to detect the first crack. 

A-3. The load at any stage should not be maintained for longer than the 
time necessary to check for the first visible crack. 
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